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UNCLASSIFIED 

PAGE 01 GEORGE 01170 171626Z 
ACTION EB-08 


Message Text 


INFO OCT-01 ARA-14 ISO-OO CCO-OO PASO-OO /023 W 

047067 180315Z/75 

R 171438Z APR 78 
FM AMEMBASSY GEORGETOWN 
TO SECSTATE WASHDC 6582 


UNCLAS GEORGETOWN 1 170 


E.O. 11652: N/A 
TAGS: ECON 

SUBJECT: ELECTRIC GENERATING EQUIPMENT 

TO: FRANK RENYOLDS 
INTERNATIONAL PROJECTS INC. 

2658 LASKEY ROAD 
TOLEDO, OHIO 43613 

REF: YOUR TELEGRAM DATED APRIL 1 1, 1978 

UNDER AID PROGRAMS TO GUYANA, BRITISH AND CANADIANS HAVE 
PRIMARY RESPONSIBILITY FOR POWER SECTOR. THE GUYANA 
ELECTRICITY CORPORATION IS ARRANGING PURCHASES OF TWO TEN 
MEGAWATT GENERATOR SETS FROM UK ON LONG TERN NREDITS. 
OTHER PUBLIC SERVICE ENTITIES ARE CONSIDERING PURCHASES OF 
STAND-BY EQUIPMENT. NO PUBLIC TENDERS HAVE BEEN MADE. 
SOME PRIVATE SECTOR FIRMS ARE SEEKING LICENCES TO IMPORT 
SMALL GENERATORS, BUT THESE ARE STILL AWAITING APPROVAL. 
OWING TO THE COUNTRY'S BALANCE OF PAYMENTS CRISIS, FOREIGN 
EXCHANGE IS NOT READILY AVAILABLE. I MET WITH DANDOR AND 
HE APPEARS TO BE ON TOP OF THE SITUATION. TRADE 
OPPORTUNITIES WILL BE COMMUNICAATED THROUGH TOP. 


ECON/COMMERCIAL OFFICER SENDS. 


AMERICAN EMBASSY 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 GEORGE 01 170 171626Z 


GEORGETOWN, GUYANA 
BURKE 


NOTE BY OCT: PASSED ABOVE ADDRESSEE. 
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